To:  c.shappee@westonsolutions.com[c. shappee@westonsolutions.com] 

Cc:  LaBombard,  Will[LaBombard. Will@epa.gov];  Foster,  Althea[Foster.Althea@epa.gov] 

From:  Pheeny,  Michael 

Sent:  Wed  8/12/2015  11:36:52  AM 

Subject:  FW:  EAS  Document  Notification:  For  your  reference:  TDD:  RESPONSE  ACTIVITIES  (EP-W- 

06-042/1  )/WESTON-042-1 5-01 7 

FYI  - Gold  King  TDD  Incremental  funding 

MICHAEL  PHEENY 
Contracting  Officer 
214-665-2798 

— Original  Message — 

From:  EAS.System@epamail.epa.gov  [mailto:EAS.System@epamail.epa.gov] 

Sent:  Wednesday,  August  12,  2015  6:32  AM 
To:  Pheeny,  Michael 

Subject:  EAS  Document  Notification:  For  your  reference:  TDD:  RESPONSE  ACTIVITIES  (EP-W-06- 
042/1  )/WESTO  N-042- 1 5-0 1 7 

TDD:  RESPONSE  ACTIVITIES  (EP-W-06-042/1)/WESTON-042-15-017  has  been  approved  by  Michael  J. 
Pheeny  in  EAS. 

You  may  access  the  document  at  https://eas.epa.gov/  Project  Title:  RESPONSE  ACTIVITIES 
Modification:  001 

Description:  Increase  the  TDD  ceiling  by  $200,000  (for  a new  ceiling  of  $400,000). 

Vendor:  WESTON  SOLUTIONS,  INC. 

TDD  Owner:  Althea  Foster 
Project  Officer:  Will  LaBombard 
Requisitioner:  Cora  Stanley 

Contracting  Officer  Representative:  Althea  Foster  Contract  Specialist:  Michael  J.  Pheeny  Contracting 
Officer:  Michael  J.  Pheeny  Other  Agency  Officer:  Michael  J.  Pheeny 
Site:  R6  PROGRAM  OFFICES 
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